Suitcases Filled with Ballots in Georgia Not Fraudulent 
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HAPPENING NOW 


EZ OAM GIULIANI, TRUMP LEGAL TEAM TESTIFY ON GA. VOTER FRAUD E 


A 


ILL INTENDED TO GIVE ALS PATIENTS TIMELY ACCESS TO THEIR SOCIAL SECURITY D 





The Trump team claimed that poll watchers in Georgia were asked to leave, after which suitcases filled with 
ballots were pulled from under a table. The entire footage has been reviewed by officials who say nothing 


fraudulent took place. 


If you look at the video tape, the work you see is the work you would expect, which is you take the 
sealed suitcase looking things in, you place the ballots on the scanner in manageable batches and you 


scan them. 


There wasn't a bin that had ballots in it under that table. It was an empty bin and the ballots from it 
were actually out on the table when the media were still there, and then it was placed back into the box 
when the media were still there and placed next to the table. 


Once again, a conservative claim of election fraud is debunked as nothing more than paranoia. 


Links 


Story: https://www.washingtonexaminer.com/news/georgia-elections-chief-refutes-claims-about-secret- 
suitcases-of-ballots-seen-in-surveillance-video 
Archive: https://archive.vn/jBTbi 
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Fact check: https://leadstories.com/hoax-alert/2020/12/fact-check-video-from-ga-does-not-show-suitcases- 
filled-with-ballots-pulled-from-under-a-table-after-poll-workers-dismissed.html 
Archive: https://archive.vn/QvGaU 


Footage review: https://www.theepochtimes.com/state-farm-arena-footage-shows-poll-workers-staying- 
behind-pulling-out-suitcases-with-ballots_3603293.html 
Archive: https://archive.vn/woMUS 
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